194     NONDOCKETEO ITEMS

9109110112 Informs that list of issues & disposition codes for future submittals on mod*
ular high temp gas-cooled reactor design meet requirements.Requests response
within 45 days.

DONOHEW.J.N. Advanced Reactors Project Directorate (Post 901216). 91/08/28.
WILLJAMS.P.M. Energy, Dept. of. 2pp. 59087:003-59087:004.

9109110116 Summary of 910717 meeting w/GE in San Jose.CA re SBWR design engi-
neering & supporting research.

MCCREE.V.M. Standardization Project Directorate (Post 901216). 91/09/03. Stand-
ardization Project Directorate (Post 901216). 59pp. 59069:192-59069:251.

9109110155 Forwards request for add! info re EPRI advanced LWR reactor require-
ments document for evolutionary plant designs.

WILSON.J.H. Standardization Project Directorate (Post 901216). TAG 77976. 91/09/
05. KINTNER.E.E. General Public Utilities Corp. - GPU Service Corp. 8pp. 59069:033-
59069:039.

9109230214 Forwards request for add! info on EPRI advanced LWR requirements docu-
ment for passive plant designs.

WILSON J.H. Standardization Project Directorate (Post 901216). TAG 77862. 91/09/
11. KINTNER.E.E. ALWR Utility Steering Committee. 5pp. 59191:034-59191:038.

9109250004 Transmits open issues from staffs review of app A to chapter 1 of EPRI
requirements document for evolutionary plant designs.

WILSONJ.H. Standardization Project Directorate (Post 901216). 91/09/06.
K1NTNER.E.E. General Public Utilities Corp. - GPU Service Corp. 20pp. 59202:135-
59202:155.

9109260096 Extends invitation to participate in Operational Readiness Review Planning
for West Valley IRTS Operations - Sludge Wash.

ROWLAND.TJ. Energy, Dept. of. 91/09/18. COMFORT.G.C. NRC - No Detailed Affili-
ation Given. 15pp. 59217:152-59217:166.

9109300164 Ack receipt of 910826 Itr transmitting exemption from fabrication of Con-
sumer Power Co ventilated storage cask. Three issues for further discussion prior to
issuance of final certificate of compliance listed.

MASSEYJ.V. Sierra Nuclear, Inc. SNO91-334. 91/09/20. STURZ.F. NRC - No De-
tailed Affiliation Given. 3pp. 59253:062-59253:064.

9109300180 Responds to request for items 1,2 & 3 of 910718 closeout meeting.
ROWLAND.T.J. Energy, Dept of. 91/09/20. COMFORT.G.C. NRC - No Detailed Affili-
ation Given. 45pp. 59244:208-59244:253.

9109300282 Forwards rev to Level II schedule for resumption of waste tank farm
processing.Explanation contained in attachment to schedule.

YEAZEL.J.A. Energy, Dept. of, Idaho Operations Office. 91/09/18. MCINTOSH.T.W.
Energy, Dept. of. 8pp. 59259:336-59259:343.

PT21 NONCOMPLIANCE REPORTS AND RELATED CORRESPONDENCE

9109030044 Part 21 & deficiency rept re defect identified in design of electrical termina-
tion kits supplied by Conax Borp.Existing kits replaced w/environ qualified termination
kits.

WALT.T.D., CROSS.J.E. Portland General Electric Co. 91/08/20. Region 5 (Post
820201). 4pp. 58926:348-58926:351.

9109040030 LER 91-016-00:on 910711 .roll pin for diesel generator exhaust damper link-
age failed.0n 910718,crack discovered in roll pin for DG-1 linkage.On 9l0802,util noti-
fied that crack due to mfg defect.Also reported per Part 21.W/910830 Itr.
BLESSIE.W.J., GATES.W.G. Omaha Public Power District LIC-91-0096L 91/08/30.
6pp. 59009:001-59009:006.

9109050018 Informs that rnatls supplied to commercial nuclear power plants do not
comply w/original design specs & purchase documents.

LEONARD.G. Leonard Designs/Anprog. 91/07/02. Document Control Branch (Docu-
ment Control Desk). 1 p. 58944:289-58944:289.

9109110010 Revised Part 21  rept re failure of Crosby spring relief valves during
testing.Vaive prematurely lifted during sixth & seventh refueling outages due to use of
stainless instead of carbon steel.Springs,w/new matl.installed at facility.
NOONAN.T.P. Duquesne Light Co. ND3MNO:3182. 91/09/04. Document Control
Branch (Document Control Desk). 4pp. 59088:327-59088:330.

9109160088 Forwards 10CFR21 evaluation & notification re design defect of solid state
switch printed circuit cards for 480 volt safeguards undervoltage monitoring/protection
sys.

MECREDY.R.C. Rochester Gas & Electric Corp. 91/09/04. MURLEY.T.E. Office of
Nuclear Reactor Regulation, Director (Post 870411). 4pp. 59118:071-59118:074.

9109170040 Forwards 910731 Itr transmitting Part 21 rept.Ltr mailed to wrong address.
SOLER.M. Holtec International. 91/08/08. Region 1 (Post 820201). 1p. 59120:067-
59120:071.

-9109170043 Part 21 rept re discrepancy noted between CASM03 & NITAWL-KENO5a
computer program results for spent fuel storage racks.ORNL notified of discrepancy &
ack presence of error.

SOLER.M. Holtec International. 91/07/31. Region 1 (Post 820201). 4pp. 59120:068-
59120:071.

9109170235 Revised Part 21 rept re defect in design of bolted-splice electrical termina-
tion kits supplied by Conax Buffalo Corp. Affected terminations removed from plant in
Mar 1991 .Util continuing evaluation of condition.

CROSS.J.E Portland General Electric Co. 91/09/12. MARTIN.J.B. Region 5 (Post
820201). 1 p. 59121:115-59121:115.

9109180082 LER 88-008-02:on 910607,design defect re potential for steam propagation
path affecting safe shutdown equipment noted. Caused by design error.Operations
personnel intiated plant shutdown from Mode 3 to 4.W/910913 Itr.
HIGGINS.W.R., SKOLDS.J.L South Carolina Electric & Gas Co. 91/09/13. 9pp.
59157:126-59157:134.

9109180111 Forwards questions based on review of 10CFR21 rept re epoxy softening
in relay coil assemblies.Response requested by 910802.

NEWBERRY.S. Instrumentation & Control Systems Branch. 91/07/18. TRITCH.S.R.
Westinghouse Electric Corp. 3pp. 59121:351-59121:353.

9109250192 Part 21 rept re design of bolted-splice electrical termination kits supplied by
Conax Buffalo Corp.Util continuing evaluation of condition.

CROSS.J.E. Portland General Electric Co. 91/09/12. MARTIN.J.B. Region 5 (Post
820201). 1p. 59200:322-59200:322.

QA999 QUALITY ASSURANCE INSPECTIONS

9109040132 Forwards insp rept 99900879/91-01 on 910805-09.Inspectors found no in-
stance that licensee failed to meet NRC requirements.

NORRHOLM.LJ. Vendor Inspection Branch. 91/08/29. KEISER.M. Tioga Pipe Supply
Co., Inc. 3pp. 58936:064-58936:074.

-9109040136 Insp rept 99900879/91-01 on 910805-09.One unresolved item
identified.Major areas inspectedQA program relative to supply of mat! to nuclear in-
dustry.

CILIMBERG.R.L, POTAPOVS.U. Vendor Inspection Branch. 91/08/28. 8pp.
58936:067-58936:074.

9109050163 Rev F to SWSQAP 1-74A, "Std Nuclear QA Program."

* Stone & Webster Engineering Corp. 91/08/27. 60pp. 59027:160-59027:298.

9109050181 Requests info re requirements to be included on NRC qualified vendor list
TORTI.HJ. GAP Instrument Corp. 91/08/23. NORRHOLM.LS. Vendor Inspection
Branch. 2pp. 59030:311-59030:312.

9109060033 Forwards insp rept 99901223/91-01 on 910415-19 & notice of nonconfor-
mance.

NORRHOLM.LJ. Vendor Inspection Branch. 91/09/04. SLAGLE.FJ. Southern Testing
Services, Inc. 3pp. 58984:037-58984:054.

-9109060036 Notice of nonconformance from insp on 910415-19. Nonconformance
noted.-failure to perform adequate review for suitability of commercial grade items used
in safety-related applications.

* Vendor Inspection Branch. 91/09/04. 3pp. 58984:040-58984:042.

-9109060039 Insp rept 99901223/91-01 on 910415-19.Nonconformance noted. Major
areas inspected:QA program for dedicating commercial grade items for safety-related
applications.

ALEXANDER.S.D., VANDENBURGH.C. Vendor Inspection Branch. 91/09/03. 12pp.
58984:043-58984:054.

9109090058 Summarizes explanation of delay in issuance of technical notice on open
versus closed thrust measurement issue.

JANECEK.D.L ITI-MOVATS. 91/08/14. NORRHOLM.LJ. Vendor Inspection Branch.
1 p. 59041:305-59041:305.

9109090062 Responds to 910805 Itr re traceability of breaker to OEM. Checklist for
visual insp (checking for refurbishment) encl.

BHARTEEY.B.M. Spectrum Technologies, Inc. EA-90-094. 91/08/15. GRIMES.B.K.
Division of Reactor Inspection & Safeguards (Post 870411). 8pp. 59041:242-
59041:249.

9109090082 Forwards investigation rept 1-88-001 on 880302-1220 & notice of
violation.Investigation found that numerous certified matl test repts supporting matl
supplied in response to purchase orders had been falsified.

RUSSELL.W.T. Associate Director for Inspection & Technical Assessment (Post
870411). EA-90-091. 91/08/22. WALKER,N. Piping Supplies, Inc. 4pp. 59002:036-
59002:041.

-9109090085 Notice of violation from insp on 880302-1220.Violation noted:failure to
perform evaluation of deviations on multiple failures of basic components supplied to
nuclear plant facilities in 1986-88 re ASME requirements.

RUSSELL.W.T. Associate Director for Inspection & Technical Assessment (Post
870411). EA-90-091. 91/08/22. 2pp. 59002:040-59002:041.

9109110218 Responds to 910718 Itr re QA Program Insp 99900053/90-01. Disputes
new issue raised by NRC re Nonconformance 90-01-01. Vendor has not & will not
purchase matl from QSC holders w/o invoking requirements.
KNIESER.G.W. Anchor/Darling Valve Co. (subs, of Anchor/Darling Industries, Inc.).
91/08/30. NORRHOLM.LJ. Vendor Inspection Branch. 1p. 59092:247-59092:247.

9109120005 Responds to NRC 910723 Itr re responses to violations & nonconfor-
mances noted in Insp 99900031/90-01 .Vendor intends to apply 10CFR21 & comply
w/applicable procedures.

THOMAS.W.D. Sulzer Bingham Pumps, Inc. 91/08/14. GRIMES.B.K. Division of Reac-
tor Inspection & Safeguards (Post 870411). 1p. 59104:006-59104:006.

9109160069 Forwards insp rept 99901223/91-01 on 910415-19 & notice of
nonconformance.Licensee failed to adopt & adequately implement procedures to sat-
isfy QA requirements of app B, 10CFR50.

NORRHOLM.LJ. Vendor Inspection Branch. 91/09/04. SLAGLE.FJ. Southern Testing
Services, Inc. 6pp. 59098:075-59098:092.

9109160108 Submits addl info re Nonconformances 3.a & 3.2 noted in Insp Rept
99900519/90-01 on 900423-27.Corrective actions: as-built reconciliation rept generat-
ed for each of five stress calculations containing deviations.

STONE.R.H. Bechtel Power Corp. 91/09/04. GRIMES.B.K. Division of Reactor In-
spection & Safeguards (Post 870411), 5pp. 59114:276-59114:280.

9109190212 Discusses util 10CFR21 notification dtd 910827.Concludes that 2-G16-
F003 & 2-G16-F004 failure to close events at plant probably not result of root causes
presented in util root cause analysis rept

SHANK.J.R. Automatic Switch Co. 91/09/10. SPENCER.J.W. Pennsylvania Power &
Light Co. 2pp. 59165:290-59165:291.

9109250087 Provides principal basis for response to NRC Itr re violations noted in Insp
Rents 99900404/90-01 & 99900404/91-01 .States that Westinghouse did perform
10CFR21 evaluation of event

TRITCH.S.R. Westinghouse Electric Corp. ET-NRC-91-3623. 91/09/20.
NORRHOLM.LJ. Vendor Inspection Branch. 7pp. 59200:325-59200:331.rd ACR meeting on 910508-11
